Fiscal 2012 Gas Use 



Description 

Catalog # 

Quantity Used 

HeliumfSize 300, 329 cf UHP 99.999%) 

HE UHP300 

28 

Breathing Air (Size 300, 277cf) 

Al B300 

8 

Hydrogen (Size 300, 269cf, HP) 

HY HP300 

1 
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